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YOUR 

ELECTRIC LIGHT PLANT 



YOUR $5,000,000.00 INVESTMENT 
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PROTECT 

YOUR INVESTMENT 
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ervice 


The history of your Municipal Light Plant is, in essence, a record of service of William E. 
Spence to the City of Peabody. 


Upon his return from overseas military service in World War I, Bill Spence went to work at 
the old electric light plant. During the following thirty years, Bill Spence worked in every major 
department of the Electric Light Plant, acquiring first hand knowledge and experience in every phase 
of the complex operations of power generation and distribution. During the final years of his ser- 
vice as a career employee, he held the two highest positions in the department, Assistant Manager 
and then Manager. 


Following his retirement from the position as Manager of the Electric Light Department, Bill 
Spence was elected by the citizens of Peabody to be a member of the Municipal Light Commission. 
He was re-elected and is now serving his I Oth year on the Commission. The City of Peabody has 
been fortunate in having a man on the Commission with such a wealth of experience to face and 
solve efficiently and expeditiously the many major problems presented by the expansion of the past 
decade. 


ELECTRIC RATES 

20% DISCOUNT FOR 5 MONTHS IN 1963 UNDER BILL SPENCE 

i 

Peabody has one of the lowest electric rates in the State. Under Chairman Spence a 20% 
discount was given for a period of five months for 1963. Comparison of electric rates with neigh- 
boring communities for 1963 based on the average monthly home use of 498 KW hours illustrates 
your low rates: 

Area Cost To User 

LYNN $17.92 

READING $14.65 

SALEM $15.38 

PEABODY $12.71 

This table reveals that Peabody home users pay $7.01 per month less than do residents of 
Lynn; $3.74 less than Reading residents, and $4.47 less than users in Salem. 


Discount 

none 

none 

none 

10% - 7 months) 
20% - 5 months) 


Net Cost 

$17.92 

$14.65 

$15.38 

$10.91 



INSIDE VIEW OF YOUR ELECTRIC LIGHT PLANT 


RECORD OF ACCOMPLISHMENTS 

Here are some of the accomplishments under the leadership and guidance of Chairman 
William E. Spence: 

* Low Electric Light Rates 

* As Chairman Sponsored 20% Discount On Electric Light Rates for 1963 

* Sponsored and Planned Modern Plant Facilities and Better Plant Equipment 

* Returned Over $100,000.00 Yearly to City To Reduce Tax Rate 

* Aided In Planning Electrical Installation At Northshore Shopping Center 

* Installation of Modern Street Lighting System 

* Installation of South Peabody Sub-Station — To Efficiently Supply Area With Adequate Power 

* Installation of Lynnfield Sub-Station — Not Only To Service Residents of South Lynnfield But 
Also To Provide Additional Reserve Power for West Peabody 

* Installation of West Peabody Sub-Station — To Provide Adequate Power To West Peabody 

* Sponsored Termination of Leasing Equipment — City Now Owns All Equipment — Savings To 
Taxpayers 

* Sponsored Conversion of Use of Heavy Oil For Light Oil In Diesels — Large Savings To Taxpayer 

* Sponsored Scholarship for Peabody Boys Interested in Electrical Engineering 

* Sponsored Illumination of Ward 2 Playground For Night Softball Games 

* Planned the Electric Heating System for the Old Age Housing Project — A First in Safety and 
Convenience for Our Senior Citizens 


PROTECT YOUR $5,000,000 INVESTMENT 



“BILL” SPENCE 

THE MAN 
OF 

EXPERIENCE 


Dear Voter: 

On Tuesday, November 5th, it will be your privilege and your duty to elect a member of 
the Municipal Lighting Commission for a term of six years. 

On the preceding pages, I have outlined the importance of the position and my record of 
service. Your Electric Light Plant represents a five million dollar ($5,000,000.00) capital invest- 
ment, doing an annual business of over two million dollars ($2,000,000.00). 

The administration of a business of this sire requires the services of men who are technically 
qualified in the field of power generation and distribution and who have had broad administrative 
and managerial experience. 

I humbly submit that my thirty years of service in the electric light department including 
the position of Assistant Manager and Manager, and a member of the Commission for the past ten 
years merits your consideration of my candidacy for re-election to the Municipal Lighting 
Commission. 


Sincerely yours, 


( \AJiiiiam £1. Spence 

2 North Central Court 
Peabody, Massachusetts 


RE-ELECT YOUR LIGHT COMMISSIONER 


1 

MLLIAM E. SPENC 

E 2 NORTH CENTRAL COURT 

X 


Signed: WILLIAM E .SPENCE, 2 North Central Court, Peabody, Massachusetts 



